Ajmal Abbasi 

B.E Mechanical 
MSc. Environmental Sciences 

Address: Plot No. F-33, Villa # 201, Parklane, Clifton, Block-5, Karachi, Pakistan 
Email: aimala@gmail.com 

Mob: +92-345-8560868 
DOB: October 10,1972 

Career Highlights 

More 20 years than of experience in Sustainable Development and Health, Safety, Environment (SD & HSE) 

Participated in International Financial Institutions Projects 

ADB TA 4560-PAK: Supporting Public Resource Management in Baluchistan for Asian Development Project covering 
following tasks: 

■ Reassessment of the basin-wide availability and use of water resources in Baluchistan. 

■ Identification and Assessment of the Potential Recharge Zones in the three Over-drawn Basins. 

■ Effectiveness of the Delay Action/Storage Dams in Baluchistan 

■ Formulation of Basin Management Plans for the three Over-drawn Basins (Pishin Lora, Nari and Zhob Rivers). 

Position Held: Environmental Expert 
Activities performed: 

■ Carried out review of environmental policies and regulations pertaining to the study. 

■ Prepared baseline mapping focusing on vegetation and water at basin level using Vegetation Index will be 
calculated using (NVDI) technique. 

■ Identified sensitive ecosystems including reserved forests, game reserves, wildlife sanctuaries and national parks 
within three over-drawn basins. 

■ Prepared environmental guidelines for River Basin Management Plan of three Over-drawn Basins. 

■ Conducted training of different stakeholder on the environmental component of the study. 

ADB TA 3944-PAK: Industrial Efficiency and Environmental Management Project for Asian Development Bank to 
conduct a feasibility study for six common effluent treatment plants (CETPs) and two hazardous waste handling 
facilities (HWHFs) in the country. 

Positions held: Environmental Specialist 
Activities performed: 

■ Carried out field survey to identify different option for setting up three CETPs in Landhi, Site, and Korangi 
Industrial Estates and one FIWFIF at Jam Chakro. 

■ Carried out Initial poverty and social assessment for potential sites selected for CETPs and FIWFIF. 

■ Conducted field survey to collect socioeconomic baseline data simultaneously used in ElAs and SIAs. 

■ Remained involved in wastewater sampling and analysis of different parameters, wastewater loads calculation 
and sewer system design to transport industrial wastewater to CETPs. 

■ Conducted public consultation with primary and secondary stakeholders. 

Wind Energy Project funded by UNDP/GEF and implemented through Alternate Energy Development Board (AEDB) 
covering following tasks 

■ Conduct Regional Impact Assessment for Wind Energy Projects in Jhimpir and Gharo Corridor 

■ Formulation of Assessment Frameworks 

■ Strengthen of EIA Clearance Process/Capacity building of Environmental Protection Agency 

Position held: Environmental Specialist 
Activities Performed: 

■ Carried out field survey to collect baseline conditions of Gharo and Jhimpir wind corridors simultaneously used in 
REA. 

■ Carried Stakeholder consultation meetings with primary and secondary stakeholders 

■ Presented the baseline condition during the work shop carried out for the project 

■ Formulated framework for conducting environmental assessment 

■ Conducted capacity building exercise with environmental protection agencies to strengthen EIA clearance 

process. _ 



Ajmal Abbasi - CV 







Employment Experience 


Manager HSSE "Hascol Petroleum Limited" 

(Dec 2016 to Apr 2020) 

HASCOL Petroleum Limited (HPL) is a fully integrated Oil Marketing Company (OMC) engaged in the marketing and 
distribution of petroleum products all across Pakistan. HPL is the 2nd largest OMC in the country in terms of market share 
after PSO. The Company has a Retail Outlet network of more than 530 fuel pumps and 11 Depots/Terminals throughout 
Pakistan. 

I am responsible to Manage Health, Safety and Environment (HSSE) matters by providing technical and administrative 
assistance / advice on HSE Decisions making process based on Industry best practices and compliance with relevant 
applicable Regulations and Company Standards. Key job responsibilities include: 

■ Be the focal point for HSE covering all operations (Retail, Operations, Logistics, LPG, LNG, Chemicals, Aviation and 
lubricants) 

■ Focal person for the coordination of HAZOP studies, PSM related trainings and PSM audits 

■ Ensure compliance and reporting with NEQS, EPA, industry HSE and conduct regular site visits, mandatory tests, 
organize audits, inspections and certifications 

■ Monitor HSE practices, standards, KPIs, compile HSE data, prepare documentations and reports for management, 
regulatory and certification bodies, auditors, etc. 

■ Follow-up/ update on all new/ existing HSE rules and regulation, laws, international standards in order to obtain, 
maintain and follow on all such information together with all new development in equipment/ devices/ tools and HSE 
best practices related thereto, as much as reasonably practicable and required by the Company 

■ Develop, disseminate and implement HSE standard operating procedures, incident reporting system, emergency 
response plans and waste management system 

■ Ensure that all projects and operational SOPs are designed in accordance with HSE standards 

■ Coordinate with government and non-governmental organizations, HSE institutions and bodies, the industry, etc., 
maintain database on HSE regulations, standards and norms 

■ Plan and organize regular training of company staff in HSE, fire management, SOPs, ERPs, etc., so that they are in a state 
of readiness to meet emergencies 

■ Review, design and implement an emergency response and incident reporting system plan for the Company. 

■ Coordinate with staff when responding to all emergencies including bomb threats, violence, fire alarms, intrusion 
alarms, hazardous incidents, accidents, etc. 

■ Keep abreast of the HSE and Security environment and developments, brief CEO, concerned HODs and staff in a timely 
manner, giving recommendations and follow up for compliance 

■ Provide daily, weekly and monthly reports to Management on HSE matters, issues, status and progress on initiatives 

■ Review reports on incidents and breaches, investigate and resolve issues 

■ Control HSE expenses, adhering to budgeted targets and costs 

Deputy Chief SD-HSE Advisor "MOL Pakistan Oil & Gas Co. B. V., Islamabad, Pakistan" 

(2012 to Nov 2016) 

MOL PAKISTAN OIL AND GAS COMPANY B.V. a fully owned subsidiary of the MOL Group is operating in Pakistan since 1999. 
MOL Pakistan is the Operator of the Tal, Margala and Margala North blocks and it has participation in two non-operated 
blocks namely Karak and Ghauri. MOL Pakistan is one of the key producers of hydrocarbons (Oil/Condensate: 20,000 
bbis/day; Gas 300 MMscfd, LPG 450 tons per day). 

I am responsible for sustainable development and HSE compliance of MOL Pakistan exploration and production activities. 
Key job responsibilities include: 
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■ Incident Investigations of major accidents through TRIPOD BETA and cascading its recommendations in line with I 

international best engineering practices and codes and standards | 

■ Analyze and interpret HSE data for trends and prepare periodic reports for senior management, government agencies | 

and regulators | 

■ Manage and ensure implementation of the MOL Group HSE Integrated Management System | 

■ Ensure process safety management (PSM) compliance in MOL Pakistan operations as per Group Regulation I 

■ Periodically review and ensure KPI achievements of individual as well as at departmental level. | 

■ Conduct HSE Risk Assessments of various project activities and developing site specific HSE Risk Registers. | 

■ Support MOL Group in compiling MOL Pakistan data on sustainability reporting to International Association of Oil & Gas | 

I Producers (lOGP) | 

I ■ Prepare case studies on HSE initiatives and present the same to MOL Pakistan and Group senior management and 
Group HSE Senior Vice President 

] ■ Develop and update HSE standards and ensure its implementation 

■ Administer subsurface investigations including soil and groundwater sampling 

■ Environmental monitoring & management of bioremediation site for treatment Oil Based Mud 

■ Provides guidance on international and local environmental quality standards and best industrial practices 

■ Track and interpret air quality, water and advise management on future potential concerns and issues 

■ Review and analyze results of air quality and greenhouse gas testing, monitoring, and inspections. 

■ Management of hazardous waste generation, quantification, handling and disposal 

■ Advice on Biodiversity and Sustainable Development issues. These will include survey design, planning, logistics, verify 
environmental inputs to ElAs and major project documentation, defining key species to be addressed as main target for 
Biodiversity Action Plan. 

■ Implementation of Biodiversity Action Plan and monitor the initiatives taken for the protection of biodiversity 

■ Ensure compliance to regulatory requirements and present the compliance report to regulators 

I ■ Development and implement comprehensive HSE Training programs. Impart HSE related trainings to MOL staff and 
I Contractors 

Senior HSE Engineer "Halcrow Pakistan (Pvt.) Limited" | 

(2004to-Jan 2012) 

Halcrow Pakistan is a subsidiary of Halcrow Group UK, a UK based leading worldwide engineering consultancy with over 
7,500 employees in more than 70 countries around the world. Pakistan offices are in Islamabad and Karachi, with regional 
offices in UAE, company is mainly engaged in water, transport, and property and consultancy business in the various sectors 
of economy. 

Remained involved in major below mentioned projects. 

Health, Safety and Environment Monitoring Projects 

■ HSE Monitoring for exploration activities in different blocks within Pakistan for Pakistan Petroleum Limited 

■ SHE Audit for JC Johnsons Pakistan to identify key environmental, health, and safety risks and major gaps in key SHE 
required programs 

■ HSE Monitoring for Seismic Survey in Kotri, Kotri North and Jungshahi Blocks for Pakistan Petroleum Limited 

■ HSE monitoring for Drilling Activities at Latif 4 well for OMV (Pakistan) Exploration GmbH 

■ HSE Monitoring of 3D Seismic Operation in Gambat Concession for OMV (Pakistan) Exploration GmbH 

■ HSE Monitoring of 3D Seismic Operation in Latif Block for OMV (Pakistan) Exploration GmbH 

■ HSE Monitoring of Construction of Sofiya well site in Mehar Block for Petronas Carigali (Pakistan) Limited 
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■ HSE Monitoring of Driiiing Activity at Rahmat 3 weii in Mubarak Biock for Petronas Carigaii (Pakistan) Limited 

■ HSE monitoring for Sawan 6 weii in Sawan D & P Lease for OMV (Pakistan) Expioration GmbH 

■ HSE Monitoring of 2D seismic survey in Badhra Deveiopment and Production Lease for Eni Pakistan 

■ HSE Monitoring of 3D seismic survey in Gambat and Latif Biock for OMV Pakistan 

■ HSE Monitoring of 3D Seismic Survey in Badhra Deveiopment and Production Lease for Eni Pakistan 
Audits 

■ HSE audits of 2D Seismic Operation in Southwest Miano ii Concession for OMV Pakistan 

■ Environmentai audit of LPG air mix piant at Gwadar for Sui Southern Gas Company Limited 

Environmental Management System 

■ HSE Representative for impiementation of OHSAS18001 at Haicrow Pakistan 

■ Management Representative for impiementation and Auditing of iSO 9001 requirements at Haicrow Pakistan (Pvt.) 
Limited 

■ Environmentai Management Representative for impiementation and auditing of iSO 14001 at Haicrow Pakistan (Pvt.) 
Limited 

■ Haicrow Karachi office H&E Coordinator 

Environmental Assessment Studies 

■ EiA for Karachi New Deep Water Container Terminai for Hutchison Port Hoidings (HPH) | 

■ EiA for beverage faciiity and raw water pipeiine at Port Qasim for Coca Coia 

■ EiA for expioration activities in Zamzama South and Gambat South biocks for PPL 

■ iEE for expioration activities in Zamzama South, Naushero Feroze and Gambat South biocks for PPL 

■ Assessment of Occupationai and Environment Noise of Rig Location for BP Pakistan 

■ Environmentai Site Assessment of proposed property at Port Qasim industriai Estate for Coca Coia Beverages (Pvt.) 
Limited 

■ Assessment of soii and groundwater contamination due to produced water and siudge pits in Mirpurkhas and Khipro 
Biocks for BP Pakistan 

■ Assessment of Benzene emissions from the BP Sajaa Piant at Sarjah and compared the anaiysis resuits with DAE federai 
environmentai air quaiity standards and internationai standards 

■ Preiiminary assessment of iand contamination due to produced water and siudge pits at Leghari Faciiity for BP Pakistan | 

■ EiA of the expansion of power generation capacity by 390 Mega Watt (MW) at the existing Uch Power Piant iocated 
near Dera Murad Jamaii in Naseerabad district of Baiuchistan province for Uch Power Limited (UPL) 

■ Regionai Environmentai Assessment (REA) of the Wind Energy Project for UNDP 

■ iEE for Eariy Production Faciiity and Pipeiine iaying in Haia Biock for PPL 

■ iEE of Mehar Gas Deveiopment Projects in Mehar Biock for Petronas Carigaii (Pakistan) 

Associate - Environment Programs "Hagler Bailly Pakistan (Pvt.)" 

(1999-October 2004) 

Hagier Baiiiy Pakistan is amongst the iargest, weii reputed consuitancy organizations in the country. During my stint with the 
consuitancy, i had the opportunity to iearn and grow as a mature, seif-starter professionai Consuitant. 

■ Environmentai study of soii and groundwater contamination due to ieakage of underground and overhead tanks, 

depots and outiets aii over Pakistan for Shell Pakistan Limited. | 

■ Environmentai study to test the integrity of their underground tanks, produce water pits and siudge pits for BP Pakistan | 

Expioration and Production inc. | 
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■ EIA of Exploratory well in Mubarak Block for Patronas Carigali (Pakistan) Ltd 

■ EIA Kadanwari for future Development Activities in Kadanwari Block for Eni Pakistan 

■ lEE of LPG plant in Mirpurkhas Block for OPI 

■ lEE of pipeline laying and central processing plant in Mirpurkhas and Khipro Blocks for OPI 

■ HSE Monitoring of White Oil Pipeline from Karachi to Multan of Pak Arab Pipeline Company 

■ Post restoration audit of pipeline laying in Bhit for Descon Engineering (Pvt.) Limited 

■ Study of Environmental impacts on the HUBCO power plant of the under construction Bosicor Refinery 

■ Air Dispersion Modelling of the Bosicor Refinery through Screen-3 

■ Effects monitoring of White Oil Pipeline Project from Karachi to Multan for Pak Arab Pipeline Company. 


Safety Engineer HSE Department 

(1997 -1999) 

"Qasim International Container Terminal" 

Trainee, Port Bulk Material Handling Department 

fl996 -1997) 

"Pakistan Steel Mills" 

Education 


■ Masters in Environmental Sciences, University of Karachi 

■ BE Mechanical, Mehran University of Engineering and Technology 

■ Intermediate, from Pakistan Steel Cadet College 

■ Matriculate, from Pakistan Steel Cadet College 

Professional Trainings and membership 

■ ISO 45001 International Standards - Occupational Health & Safety Management Systems" by Dr. Tahir Barlas in Feb 
2019 

■ Finance for Non-Finance Professionals by Institute of Business Management in Oct 2018 

■ Advance Environmental Techniques & Skills organized by TUN Malaysia in 2014 

■ Incident Investigation and Root Cause Analysis MOL Head Quarter Budapest 2014 

■ PHA/HAZOP Leader MOL Head quarter Budapest in 2013 

■ Advanced Training on Fire Fighting Professionals Maritime Education and Training Institute Karachi in 2013 

■ Self-Grooming and Personal Effectiveness by Quickbiz in 2011 

■ Presentation Skills for Managers organized by PIMS in 2008 

■ Presentation Skills organized by Halcrow Group in Dubai-2007 

■ Environmental Impact Assessment for Development Projects organized by SDPI in 2007 

■ Environmental Impact Assessment organized by Lead in 2005 

■ Life Member of Pakistan Engineering Council 

Computer / Language Skills 

■ MS office 

■ Screens Air Dispersion Model 

■ Auto CAD 

■ SPSS 

■ Excellent spoken and writing skills (English & Urdu) 
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